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Message Text 

CONFIDENTIAL 

PAGE 01 ROME 11255 161754Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 COME-OO MMO-01 DOE-15 SOE-02 
/039W 

103398 171103Z/14 

R 161621Z JUN 78 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 3627 

CONFIDENTIAL ROME 11255 

E.O. 11652: GDS 
TAGS: EGEN,ENRG 

SUBJECT: ELECTRIC POWER SYSTEMS 

REF: STATE A- 1802 

INFORMATION REQUESTED REFAIR STRIKES AS VERY BROAD AND 
EXTENSIVE. IN ITS PART (C) IT ALSO CALLS FOR THE TYPE 
OF INFORMATION THAT GENERALLY WOULD REQUIRE ANNUAL REPORTING 
WHICH MIGHT MEAN IT SHOULD BE VETTED FOR CERP PROGRAM. 

WE ARE CURRENTLY PROVIDING THE FOLLOWING CERP PUBLICATIONS 
ON ITALY'S ELECTRIC POWER SYSTEM: (1) NATIONAL NUCLEAR 
ENERGY COUNCIL (CNEN) ANNUAL REPORT, (2) NATIONAL ELECTRIC 
AGENCY (ENEL) ANNUAL REPORT, (3) ENENL ELECTRIC POWER 
PRODUCTION STATISTICS ON MONTHLY BASIS. IN VIEW OF HEAVY 
EMBASSY WORKLOAD WE WOULD APPRECIATE INDICATION OF WHAT 
DATA REQUESTED IN REFAIR IS NOT SATISFIED BY THESE CERP 
PUBLICATIONS .HOLMES 
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